MONUMENT RECORD 
State of Indiana - County of Monroe 

Section: 30 Township: 7 North Range: 2 East Corner ID: Polk c-19 

Monument Description & Remarks: Sandstone no etching, height 0.30ft, length 0.60ft, width 
0.35ft. Survey Sign 5ft above ground at point B 

References On File: Legal Survey Book 2 page 494 survey, M.C.S. M. H. Buskirk (1S90), in 
Surveyor Office 



Drawn by: T.E.R Print date: May 02, 2012 




